To:  Russell,  Carol[Russell. Carol@epa.gov] 

From:  shoffman50@verizon.net 

Sent:  Fri  8/7/2015  8:20:36  PM 

Subject:  Gold  King  Mine 

Please  tell  me  EPA  was  not  responsible  for  the  dumping  of  ARD  waters  into  the  Animas.  Bad  press  and  who's  in 
charge?? 

How  was  your  inspection  with  Van?  I now  am  a part  time  employee  of  ERG  and  will  work  on  OE  efforts. 

Stephen  Hoffman  703-402-6317 
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